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Fits and sells immediately 


Cosmetically contour shaped with no square edges 
or protruding sharp corners. Pinnet is the industry's 
least conspicuous all-in-the-ear aid. 

Smallest most powerful 48 DB Peak Gain and 30 
HAIC to satisfy most losses. 

Wide range of responses and greater fidelity. 
Comfortable sound control, on-off switch and long 
lasting 50 hour 312 battery. 
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MINNEAPOLIS, MINN. 55409 
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